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Dr. T. Henry Moray in Salt Lake City, Utah, October 1970 
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Moray Laboratories, Salt Lake City, Utah, October 1970 
A.J. McDonald, Dr. T. Henry Moray, John Moray 
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Copy of photo by A.J. McDonald which Dr. T. Henry Moray considered very important on account of the 
round dish antenna which had some special shape or form to receive the needed frequencies which he fed 
into his power unit. 

Photo taken at the Moray Laboratories, Salt Lake City, Utah, 1970 
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Enlargement of photo above showing antenna 








Dr. Moray tuning third generation device - late 1930s 
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C. Todd lab photo of successful self-powering test of device in Feb. 1937. 
Unit was powering 35 100-watt lamps and a 1200-watt iron in this photo. 


The Moray Radiant Energy Device 
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